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5t  Michaels  Church,  Marblehead,  Mass 


Built  1714  of  Materials  brought  from  England. 
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^vS"      This  side  for  the  Addres 


Place 
Stamp  Mere 

Domestic 
One  cent 

Foreign 
Two  cents 


